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BILL NO. R-78-11- 


RESOLUTION NO. R- 

RESOLUTION ENCOURAGING ST. JOSEPH'S 
HOSPITAL OF FORT WAYNE, INC. TO 
SEEK OTHER ALTERNATIVES THAN THE 
DESTRUCTION OF HISTORICAL SIGNIFI¬ 
CANT BUILDINGS IN THE WEST CENTRAL 
NEIGHBORHOOD. 


WHEREAS, St. Joseph's Hospital of Fort Wayne, Inc. has 
scheduled the demolition of all buildings presently exist¬ 
ing on the north side of the 700 block of West Wayne Street 
for the purpose of erecting thereon a Parking Garage and 
Medical Office Building; and 

WHEREAS, the buildings scheduled to be demolished 
are all presently used for residential purposes; and 

WHEREAS, the buildings scheduled to be demolished are 
situated within the West Central Neighborhood, an area 
which constitutes one of the oldest and most beautiful 
remaining neighborhoods within the central core of the City 
and that we, as a Council, appreciate the need to maintain 
and preserve the City's residential neighborhood; and 

WHEREAS, the West Central Neighborhool in general and 
the 700 block of West Wayne Street in particular contains 
buildings of a unique and significant architectural and 
historical value and that we as a Council appreciate the 
architectural and historical value of these buildings: 

NOW THEREFORE, 

"BE IT RESOLVED that the Common Council of 
the City of Fort Wayne recommend and 
encourage St. Joseph's Hospital of Fort 
Wayne, Inc. to consider alternatives 
to the demolition and destruction of 
those residential buildings located in 
the 70 0 block of Weist Wayne Street in 
the City of Fort Wayne, Indiana." 



Councilman 







Read the first time in full and on motion by_, seconded by 

_, and duly adopted, read the second time by title and referred to the 

Committee on_(and the City Plan Commission for 

recommendation) and Public Hearing to be held after due legal notice, at the Council Chambers, 

City-County Building, Fort Wayne, Indiana, on_, the_day 

of_, 19_, at_o'clock_M. ,E .S .T. 


DATE:_ _ 

CITY CLERK 


Read the third time in full and on motion by 


' 7/L^e^y 


seconded by_ v - ~ _, and duly adopted, placed on its passage. 

PASSED (LOST) by the following vote: 


AYES 


TOTAL VOTES 

BURNS 

HINGA 

HUNTER 

MOSES 
NUCKOLS 
SCHMIDT, D. 

SCHMIDT, V. 

STIER 

TALARICO 


4 


v' 



DATE: 


_ 


NAYS ABSTAINED ABSENT TO-WIT: 

_ _ V ■_ 

_ 






CITY CLERK 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

(ZONING MAP) (GENERAL) (ANNEXATION) (SPECIAL) (APPROPRIATION^ORDINANCE 

(RESOLUTION) No._on the _day of_, 19_, 

ATTEST: (SEAL) \ 



MAYOR 





























































































